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CODIS-EP~A-2 
3 May 1961 
UNITED STATES TETELLIGERCE BOARD 
COMMITTEE ON DOCUMENTATION 
Working Group on Emergency Planning 
AGERDA 
Date: Wednesday, 17 May 1961, 1400 hours 
Place: 1006 M Building 


i. Terms of Reference. (cf. CODIB-D-76, attached. ) 
2. Summary of CIA Action. 
3. Immediate Goals of Working 
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